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Message Text 


UNCLASSIFIED 

PAGE 01 ATHENS 13022 090827Z 
14 

ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO /013W 

055185 

P 090758Z DEC 76 

FM AMEMBASSY ATHENS 

TO SECSTATE WASHDC PRIORITY 8212 

UNCLAS ATHENS 13022 

FOR FBO AND EUR/EX 

E.O. 11652: N/A 
TAGS: ABLD, GR, AFSP 

SUB J : FENCE INSTALLATION - PROPERTY NO. 1 1218 

1 . EMBASSY REQUESTS AUTHORIZATION AND FUNDING FOR INSTALLATION 
OF A METAL FENCE IN THE FRONT AND ALONG THE NW SIDE OF THE 
GOVERNMENT-OWNED HOUSE LOCATED AT 69 PRINCE CONSTANTINE STREET. 
PSYCHICO. THE COST OF THE INSTALLATION IS $3,600. 

2. THE FENCE WILL BE AN EXTENSION, AND THE SAME DESIGN, AS 

THE ONE IN FRONT OF THE ADJOINING PROPERTY. THE HEIGHT MEASURED 
FROM THE SIDEWALK TO THE TOP WILL BE ABOUT 6 FT 6 INCHES. THE 
LENGTH WILL BE ABOUT 250 FEET, AND THERE WILL BE TWO ENTRANCES. 
ONE ENTRANCE INSTALLED IN THE FENCE TO THE DRIVEWAY WILL MEASURE 
ABOUT 16 FEET, THE OTHER PEDESTRIAN ENTRANCE LEADING TO THE FRONT 
DOOR OF THE HOUSE WILL MEASURE ABOUT 5 FEET WIDE. 

3. THE PRESENT FENCE IS WOOD. ROTTEN AND FALLING APART. TO 
PROVIDE REQUIRED SECURITY, IT MUST BE REPLACED WITH A NEW 
METAL ONE. 

KUBISCH 
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